'OF SOUTH CAROLINA

d. Water flush toilets shall be used, and where no sewage system is
available, septic tanks of an approved type by the State Board of Health
shall be installed.
e. Lavatories located adjacent to toilets shall be provided at all
swimming pools in the proportion of one for each 60 persons using the
pool.
Sec. 13. Lighting, Ventilation and Heating:
a. A complete system of artificial lighting must be provided for all
pools, bathing beaches, bath houses and dressing rooms which are to be
used at night.
b. Lighting fixtures must be of such number and design as to light all
parts of the swimming pools and the water therein.
c. Arrangement and design of lights must be such that life guards may
see clearly every part of the bathing waters at a beach or pool, and all
spring boards, towers, floats and other apparatuses without being blinded
by the light.
d. All indoor pools and all bath houses, dressing rooms, shower rooms
and toilets at both indoor and outdoor pools and beaches, must be properly
ventilated.
Sec. 14. Diving Towers, Springboards and Floats:
a. Diving towers should be rigidly constructed and properly anchored.
Fixed platforms and floats should have an air space of at least a foot
beneath. At least twelve feet free head room must be provided above
diving boards and towers., No diving board more than ten feet above water
level should be permitted, and the following safe depths for diving are
recommended: One foot platform, five feet; three foot platform, six
feet; five foot platform, seven feet; seven foot platform, eight feet; ten
foot platform, nine feet.
Sec. 15. Emergency Equipment:
a. Pole hooks, ropes, buoys and other necessary life-saving equipment
shall be provided and be readily accessible at all pools and bathing places.
b. A first aid kit containing aromatic ammonia, tincture of iodine,
sterile gauze, absorbent cotton, surgeon's plaster and bandages of various
widths shall be provided for emergency use at all public bathing places.
c. At all beaches the bathing area shall be marked off by ropes or
some other satisfactory markers.
Sec. 16. Suits, Towels:
a. At indoor pools used exclusively by men, nude bathing is required
and indoor pools used exclusively by women, bathing suits should be of
the simplest type.
b. All suits and towels must be washed with soap and boiling water,
rinsed and thoroughly dried each time they are used.
c. Clean suits and towels must be kept strictly separated from those
which have been used and unlaundered. Clean suits and towels must not
be stored on shelves, handled in baskets or passed out over counters where
dirty suits have been.
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